



The Sky Lift, a glass-enclosed elevator 
ascending to the top of the Fairmont 
Hotel’s Tower, is a San Francisco land¬ 
mark. The panorama of the City as you 
ride to the Fairmont Crown atop the Tower 
is breathtaking. 


u 

Q 


LM3ewri 


C - r-9 7 







